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SECRKTJ 


One-story guard house 
Carpentry shop, k x 6 meters 
Three-story barracks building, 10 x 60 meters 
Dispensary, one-story building, 6x1? meters 
Three-story barracks building, 16 x 80 asters 
Ono-story officers* club, ? x 13' meters 

Ne*/hangar, brick building with corrugated sheet metal roof, 60 x 180 meters 
flight control building, 10 x 60 meters, with small tower 
Damaged hangar, utilized as storage for" wood and coal 
Underground water tank, 3x7 meters 

Headquarters building of air force service battalion, 8 x 20 meters 

Oarage of fire department, 7 x 13 motors 

Tent for 80 motor vehicles 

Construction site 

‘.later tank 

firo fence 

DF station, one-story building, h x 8 meters 

Civilian administrative building 

Infantry barracks 

Fuel dump 

Radio station 

Airfield boundary 

Heavy AA emplacements 

Light AA emplacements 

Glassification track siding 
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